MAINTENANCE PARTS FOR BAK-PAK® SPRAYERS 
1995 AND LATER 

MODELS: 6635 63183 63184 


ISuprema Model: 149-403 



803-603 


151-414 


147-550 
Includes 
supply 
tube 



1 53-845 


Hose Kit, 48" 
146-096 


Roto-Valve™ 


& 9 

mm _4jp 


805-307* 
Replace V- 
ring on older 
models 



Wand for 
Roto-Valve: 
141-433 


805-305* 


805-303* 


69940 cone 
115-405 fan 



Carrying Harness, only for 
tank illustrated below: 
152-861 


fa* 


153-834 


153-844 



801-403 


For Model 
63184 


-113-498 


142-764 


801-403 


801-280 


X-Pert Viton® 
Maintenance Kit: 939! 
only parts marked * 
are Viton 
Suprema Maintenanc 
Kit: 6944 



Parts marked with 
included in 
Maintenance Kit. 


For Model 
63183 


-113-499 


142-858 


801-713 


801-280 


801-138- 
142-857' 


